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INFO  RUCMSX/SCADS  SIOUX  CITY  MUNI  lA 
BT 

UNCLAS  323FWCVOO  08600.  FOR  ADOIN,  290IN,  AFSC  (FTD)  , AFNIN, 

safoi.  info  SCODC-I.UFO  RREPORT. 

PARA  14 a:  <1)  round.  (2)  LARGE  SIZE  METEORITE.  (3)  GREEN  AND  SIL 
VER  TURNED  TO  ORANGE.  (4)  ONE.  (5)  N/A.  (6)  NONE.  C7)  NONE. 

(8)  NONE.  (9)  NONE. 


PARA  143t  (1)  BRIGHTNESS  AND  COLOR.  (2>  NONE  GIVEN.  (3)  0 DEG 
(4)  DOWN  TOWARD  EARTH. (5)  TOWARD  EARTH.  (6>  ONE  MINUTE. 

PARA  14C:  (1)  GROUND  VISUAL.  (2) NONE.  (3)  N/A. 

PARA  14D:  (1)  0120Z,  13  SEP  64.(2)  NIGHT. 

PARA  14E:  3341  ARLINGTON.  KANSAS  CITY,  MO. 
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NO 


ESTIMATE  OF  RELIABILITY.  (2)  N/A. 

PARA  143:  <l)  CLEAR.  (2)  SURFACE:  070  DEG/2X3;  6000-  360/3;  10000  - 
320/13  ; 1S000  - 330/30;  20000  - 300/40;  30000  - 230/60;  30000  - 
2 30/30  ; 80000  > NONE.  (3)  CLEAR.  (4)  13M1.  (3>  NONE.  (6)  NONE. 

(7)  NORMAL. 


PARA  14 H 
PARA  14  I 
PARA  14 J 
PARA  14 X 


i40N£. 

NONE. 

NONE. 


CONTACT  HRS 
NATION  available 
I3LE  CAUSE  OF  SIGHTING. 
PARA  14L:  NONE. 
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L WEIGEL,  WG  INTEL  OFFICER.  UNaBLE  TO  PERSONALLY 
TO  obtain  an  estimate  of  reliability.  WITH  INFOR. 
AT  THIS  LEVEL,  NO  ANALYSIS  CaN  BE  MADE  AS  TO  POSS- 
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